
This repon is reputrcd by law (7 USC 2143). Faiiuro to fcpon according to tho regulations can 
icsuit in an order lo cease and desiSt and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 




UNITED STATES DEPARTMENT OP AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

('TYPE O/? P/?//V7[i- 2 7 - 2 0 0 1 RCVD 


1. REGISTRATION NO. 

15-R-0002 


CUSTOMER NO. 

266 


r 

inter^ggncy^ Report Control No 
01 80*00 A-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACIUTT (Warne and Address, as registered with USDA. 
inciude Zip Code) 

RHODE ISLAND HOSPITAL 
MIDDLE HOUSE 4TH AND 5TH 
PROVIDENCE, Rl . 02903 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach addiUonal 
sheets if necessary.) - . _ 


FACILITY LOCATlONSfstfes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
concucted 
involving no 
pain, distress. (X 
use of pain* 
reiieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress io the animais 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,anaJgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation the leaching, research, 
experiments, surgery, or tests. (An exp/anation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 



TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



0 

0 

1 

0 

0 

o 

177 

0 

177 



ASSURANCE STATEME NTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This faolity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alt the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects cf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

_ I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


SJGNATU 


DATE SIGNED 


APHIS FOkm 7U2d /y 
(AUG 91) ^ 


(Replaces vs fohm ts-zj (uct ss), wmcn is oosoieie 


r r-nx i 


. .EADQUARTERS 
































T.Sis reoort 'S required by law (7 USC 2143}. Failure !o report according to the regulations can 
result n an order to cease and desist and to be subject to penalties as provided for in Section 2150 


See reverse side W 
additional inform atibn 






Interagency Reocrt Centre! Nc 
0190-OOA-AN 


UNlieO STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPEORP^NT)^.^.^^^ I,CVD 

1. REGISTRATION NO. CUSTOMER NO. 

15-R-0003 267 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered min USDA. 
/nc/ude 2/p Code) 

BROWN UNIVERSITY 

34 OLIVE ST.. BOX G-F287 

PROVIDENCE, Rl 02912 
(401 ) 863-3223 

3. REPORTING FACILITY {List all locations where animals were housed or used m actual research, testing, teaching, or expenmentation. or held for these purposes. Attacn aoditional 

Sheets if necessary ) 


FACILITY LOCATlONSfsrfes; 


See Attached Listing 


Animal Care Facility-Biomedical 
Animal Care Facilities 
Medical Research Laboratories 


Center 


Dept. 



Psychology, Hunter Laboratories 


REPORT OF ANIMALS USED SY OR UNDER CONTROL OF RESEARCH FACILITY {Affac/t additional Sheets if.nece. 

^sary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C, Number of 
animals upon 
which leaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D>E) 

4. Dogs 


6 

50 

— 

56 

5. Cats 


— 

4 

• 

4 

6, Guinea Pigs 


— 

— 

— 

— 

7. Hamsters 

--- 

— 

mm mm ^ 




8. Rabbits 

-- - 


82 


82 

9. Non-Human Primates 

1 


1 


1 

10. Sheep 

— 

— 

48 

— 

48 

11. Pigs 



67 

— 

67 

1 2. Other Farm Animals 

— 

— 

— 

— 

— 

Goats 

— 

— 

16 

— 

16 

13.. Other Animals 

— 

— 

— 



Bats 

23 

— 

— 

— 

— 

Ferrets 

— 

— 

7 

— 

7 

• 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquiiijung drugs, prior to. during, 
and following aaual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


c 

% 


DATE SIGNED 





APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 88). which is obsolete 


PART 1 - HEADQUARTERS 

































This report is required by law (7 USC 2U3). Failure to report according to the regulations can 


See reverse side for 


interagency Report Control No 
OiaO-DOA-AN 


united states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

rcvo 

1. REGISTRATION NO. CUSTOMER NO. 

15-R-0010 261 

-- 

FORM APPROVED 

OM0 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

RHODE ISLAND COLLEGE 

600 MT. PLEASANT AVENUE 

PROVIDENCE, R1 02908 
{401)456-9596 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual researcn, testing, teaching, or experimentation, or held for these purposes. Attach aqqitionai 


See Attached Listing 


Site 001; Department of Biology 

Fogarty Life Science Building 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addftiona/ sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use m 
teaching, testing. 

research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 

. • « b* HI 1 tOld 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

total no. 
of animals 

(Cols. C > 
D-^E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







1 3. Other Animals 

0 

0 

0 

0 

0 













• 

* 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing dnjgs, phor to. dunng, 
and following actual research, teaching, testing, surgery, or experimmtation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of aU the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending vetennarian for this research facility has appropriate authority to ensure (he provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


SIGNA1 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

DATE SIGNED 





APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 




























































r 


This report is required by law (7 U$C 2143). Failure to report according to the regulations can 


V 


\V 


See reverse side (or 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

('TYPE 0« P/?JA/7;n -1 6-2001 RCV[ 

1. REGISTRATION NO. CUSTOMER NO. 

15-R-0014 272 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ETHIDE LABORATORIES. INC. 

91 HILL FARM ROAD 

COVENTRY. Rl 02816 
(401)397-5602 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentalion. or held for these purposes. Attach additional 
sheets if necessary.) 


See Attached Listing 


Ari \YY\CX.\ Lf\la 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets 1 / necessary or use APHIS FORM 7023A ) 


I 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving daigs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were nof used 
musf be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






d. Rabbits 

2 

0 

0 

0 

0 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












1 3. Other Animals 


















• 






1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, duiing, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painhji procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tme, correct, and complete (7 U.S.C. Section 2143) 

I DATE SIGNED 


//-h-T?} 


(AUG 91) 


t - HEADQUARTERS 



















Thisreport * required by taw (7 USC 2143). Fa»lure to report according to the regulations can 
result in an o 'er to cease and desist and to be subject to penalties as provided for tn Section 2150 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

15-R-0018 


CUSTOMER NO. 

1771 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2, HEADQUARTERS RESEARCH FACILITY fName and Address, as registered with USDA 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

(TYPE OR PRINT) 

TIVERTON. R! 02878 

(401)624-3207 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 

sheets if necessary . ) , 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A, 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Famn Animals 


8. Number of 
animals being 
bred. 

conditioned, or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Numberof 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such dnigs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANtMALS 

(Cols. C 
D + E) 


O 


O 


O 



0 


o 







o 

o 

o 

o 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing (he care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, p nor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be speafied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, tn 
addition to identifyihg the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


kOQUARTERS 







































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number 
Customer Number 
Facility: 


15-R-0018 

1771 

DOMANI, INC. 

1334 MAIN ROAD 
TIVERTON, Rl 02878 
(401 ) 624-3207 


DOMANI INCORPORATED 
1334 MAIN ROAD 
TIVERTON, Rl 02878 


r 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150, 


See reverse side for 
additional information. 


Interagency Report Contrc i^o 
0180-DOA-AN 


' ' UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

15-R-0019 10818 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) . 

-NeMOGCN- Sention 

4 RICHMOND SQ. 4TH FLOOR 

PROVIDENCE, Rl 02906 
(401)272-7177 

3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teachmg, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY 

(Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
enesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 

0 

0 

0 

O 

O 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 













• 

• 






ASSURANCE STATEMENTS | 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 roftifu that thsi ahrkuA tm» rrMTor-t anH r.nmnlAtF» f7 1 1 .R O .Rtf^rtinn 714.'^) 


SIC 

ype or Print) 

DATE SIGNED 



1 0-1 6-01 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



























































This repon is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

15-R-0019 


CUSTOMER NO. 

10818 


Interagency Report Control No 
O10O-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


1. HEADQUARTERS RESEARCH FACILITY (NarDe and Address, as registered with USDA. 
include Zip Code) 

NEMOGEN 

4 RICHMOND SQ. 4TH FLOOR 
PROVIDENCE, Ri 02906 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmentatlon, or held for these purposes. Attach additional 
sheets if necessary, ) 


FACIUTY LOCATlONSfstfes) 


NEMOGEN 

PROVIDENCE. R) 02906 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Affach additional sheets if necessary or use APHIS FORM 7Q23A } 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12, Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, toting, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


O. Number of animals upon 
which expenments. . 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such dnjgs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
D>E) 






ASSURANCE STATEMENTS 


1) FTofessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has consido'ed alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all tha exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

) certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 38), which is obsolete 


11/08/2001 


PART 1 - HEADQUARTERS 

















This leporl is required by law (7 U SC 2143). Failure ro report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


See reverse side for 
addillonaJ information 


Interagency Report Control No 
QiaO-OOA-AN 




UNITED STATES DEPARTMENT OP AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

15-R-0004 268 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADOUAR] EHS KESEAKCH FACILI 1 Y {Name and Address, as registered with USDA. 
include Zip Code) 

UNIVERSITY OF RHODE ISLAND 

CARLOTTl ADMINISTRATION BLDG 

KINGSTON, Rl 02881 
(401)792-2833 

3. REPORTING FACILITY (Usl all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary ) UnlversltY of Rhode Island . 


FACILITY LOCATIONSfsdes; 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

condittOTtod, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or ■ 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involvtng accompanying pain or distress 
to the animals and tor which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected ihe procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 

0 

.n 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

15 

0 

15 

7. Hamsters 

13 

119 

10 

0 

129 

6. Rabbits 

8 

29 

0 

4J 

ZD 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

28 

1 

31 

60 

11. Pigs 

0 . .. 

0 . 

3 

0 

3 

1 2. Other Farm Animals 






Chickens 

0 . 

0 __ 

0 

35 

35 

1 3. Other Animals 






Chipmunks 

0 

12 

0 

0 

12 

Deer ( WhiteTailed 

^ 0 

1 

11 

0 

12 

^ite-footed 

Mice 

135 

509 

30 

10 

523 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhertr\g to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions Is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending velennarian tor this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

^ 1 roriifu that thfi abovc Is trije, correct, and complete (7 U.S.C. Section 21 43) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

12/3/01 


), which Is obsolete 


part 1 - HEADQUARTERS 

















































This repoh IS reQutred by law {7 USC 2143). Fadure lo report accorc^tng to the regulations can 
result in an order to cease and desist and lo be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

15-R-0004 


CUSTOMER NO. 
268 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered w^fh USDA 
ir)clude Zip Code) 

UNIVERSITY OF RHODE ISLAND 
CARLOTTl ADMINISTRATION BLDG 
KINGSTON, Rl 02881 
{401)792-2833 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use this fo/m.) 


A. 

Animals Covered i 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which expehmenls. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANiMALS 

(Cols. C ♦ 

D + E) 

1 

Cows 

0 

10 

0 

0 

10 

Go^ Ls 

0 

9 

1 

9 

19 

Horses 

0 

2 

0 

0 

2 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, artalgesic. and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has oonsklefed alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
pnndpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of atl the exceptions is attached to this annual report. In 
addition to identifying the lACUC^pproved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animats affected. 

4 ) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
fr:hir>f FvAriitivp Officer or Legally Responsible Institutional official) 

3ve is true, correct and complete (7 U.S.C- Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



'tiich is obsolete 


PART 1 - HEADQUARTERS 





















SECTION «E” EXPLANATION 

The following explanation is provided for the animals listed in column “E” on APHIS 

Form 7023; 

1. Forty-one New Zealand White rabbits and ten P.leucopus (white-footed mouse) were 
used for tick feeding. Due to potential interference with tick feeding, no analgesics 
were used to minimize pain or distress. Maintenance of laboratory strains of ticks 
necessitates the use of vertebrate hosts. In vitro feeding methods have been 
developed for blood sucking insects such as tsetse flies, mosquitoes, kissing bugs, and 
fleas. However, these arthropods require a blood meal that lasts from just a few 
seconds to one hour compared top the tick, which remains firmly anchored to the 
same feeding site for 2-14 days. The important steps preceding the blood meal of a 
tick depend on a specific blend of thermal, hydro, mechanical, olfactory, and contact 
chemo stimuli. The tick mainly engorges during the last 24 hours of feeding, with the 
preceding days allowing for the tick to undergo a variety of physiological changes. 

All of this renders the tick rather delicate candidates for in vitro feeding, as an 
adequate diet of blood has to be maintained at the feeding site throughout attachment. 
Several trials to feed ticks through membranes have been carried out without success. 
There are currently no alternative methods for tick feeding available. 

2. Thirty-one sheep under went standard farm animal procedures such as tail docking, 
castration, and tattooing. Nine goats also under went castration, tattooing and de- 
horning, and thirty-five chickens under went de-beaking. It is standard farm practice 
not to use analgesic or anesthetic agents when carrying out these procedures. 


We appreciate the diligent supervision of animal activities by the United States 
Department of Agriculture. Further, we look forward to a con tinuin g positive 
working relationship. 


Attachment 


